This  completely  air-conditioned  sanctuary,  seating 
500,  was  dedicated  in  March,  I960.  Located 
among  the  orange  groves  in  the  Lake  Magdalene 
Area,  the  present  sanctuary  is  the  third  for  this 
Church.  The  first  buildings,  of  this  the  Mother 
Church  of  the  Florida  Conference,  were  erected 
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